Worried about the 3bhk interior design cost in Kolkata? 


Let’s explore the 3bhk interior design cost in Kolkata, pricing factors and expert insights to make 
informed decisions for creating a stunning and dream home. 


Creating a new house design in Kolkata? Or are you trying to make your modest home into the 
place of your dreams? In either case, you must be curious about the 3bhk interior design cost in 
Kolkata. However, there is one more issue that worries us: the expense of an interior designer in 
Kolkata. Last but not least, it has a big effect on the price of interior design. Find a designer who 
will supervise the entire process if you want to reduce stress. They handle everything, from 
buying furniture and accessories to doing carpenter work in the kitchen and installing closets. 
The overall interior price depends on the following factors 


Size of your home 

The more money you spend on interior design for a 3bhk flat, the bigger your house will be more 
cost. This is due to the interiors’ increased surface area. In Kolkata, the cost of interior design per 
square foot typically falls between 500 and 700 rupees. This can vary higher or lower depending 
on the degree of design intricacy, the type of material utilized, and other elements. 


Aesthetics Element 

In the field of interior design, aesthetics are crucial. From modern art to wall paintings, from 
wallpaper to ornamental mirrors and floor rugs, must be aesthetically pleasing and this factor 
influences the overall budget. Designers must estimate how each component cost and impacts 
the room's overall visual composition to create a really magnificent atmosphere that leaves 
onlookers speechless with wonder. 


Structural Factor 

Any interior design cost highly depends on structural elements like walls, ceilings, floors, and 
windows are all crucial factors that should be carefully taken into account. An interior design 
project has to have a firm grasp of structural elements. The correct building supplies and building 
methods may greatly improve your space's appearance and feel while also highlighting its 
distinctive features. 


Architectural Choice 

The interior cost is also based on the overall aesthetic and use of your space also choosing an 
architectural style. Keep in mind the style you want to achieve, and the finishing touches you'll 
need to take suggestions and rough estimates from professionals. 


The cost is often based on the size of the rooms when estimating interior design prices in Kolkata 
for larger buildings. You should typically budget between 4,00,000 and 15,00,000 d for a 3 BHK 
flat, depending on elements like the intricacy of the design and the materials chosen. 

The final price is determined by a number of factors, including labour charges, features like false 
ceilings or wall cladding, colour, interior style that you choose and furnishings and fittings. The 
price is significantly influenced by the design's intricacy. A 3BHK home could need carpentry work 
for built-in cabinets and closets, which could raise your overall cost. 


In conclusion, It is usually essential to hire a certified and professional interior designer who can 
advise you on what would work best for your property. Based on your needs and budget, the 
designer can offer a precise quote. 


